From: 

To: 

Cc: 

Subject: 

Date: 



RE: Site Survey with LOGCAP (UNCLASSIFIED) 
Wednesday, J une 27, 2018 7:06:50 PM 


CLASSIFICATION: UNCLASSIFIED 




has been invited as well. 


Director of Public Works 


Directorate of Public Works 
Building 777, Room 100 
777 Pleasonton Rd. 


USAG Ft. Bliss, TX 79916 
Desk: I 



"We are the Army's home. Leam more at www.imcom.army.mil" 


• IF THIS EMAIL CONTAINS INFORMATION SUBJECT TO THE PRIVACY ACT, FREEDOM OF 
INFORMATION ACT, OR CONTAINING PII: 

- ATTENTION: The information contained in this communication and any accompanying attachments is intended 
for the sole use of the names addresses/recipients to whom it is addressed in their in conduct of official business of 
the United States Government. This communication may contain information that is exempt from disclosure under 
the Freedom of Information Act, 5 U.S.C. 552 and the Privacy Act, 5 U.S.C. 552a. Addressees/recipients are not to 
disseminate this communication to individuals other than those who have an official need to know the information 
in the course of their official government duties. If you received this communication in error, any disclosure, 
coping, distribution, or the taking of any action on this information is prohibited. If you received this confidential 
electronic mailing in error, please notify the sender by a “reply to the sender only: message, delete the email 
immediately and destroy all electronic and hard copies of the communication, including attachments. 


• FOR ALL OTHER EMAILS: 

- ATTENTION: The email message, including any attachments, is for the sole use of the intended recipient(s) and 
may contain confidential and privileged information. Any unauthorized review, use, disclosure, or distribution is 
prohibited. If you are not the intended recipient, please contact the sender by reply email and destroy all copies of 
the original message. 



Subject: RE: Site Survey with LOGCAP (UNCLASSIFIED) 


11/30/2018 


023302 









I will be there. Should I bring 


? 



Respectfully, 



Supervisory Environmental Engineer 
Division Chief, Environmental Division 


Directorate of Public Works 
Building 624, Room 116A 
1733 Pleasonton Rd. 


USAG Fort Bliss, TX 79916 
Desk: I 



We are the Army's Home. Learn more at www.imcom.anny.mil 


• IF THIS EMAIL CONTAINS INFORMATION SUBJECT TO THE PRIVACY ACT, FREEDOM OF 
INFORMATION ACT, OR CONTAINING PII: 

- ATTENTION: The information contained in this communication and any accompanying attachments is intended 
for the sole use of the names addresses/recipients to whom it is addressed in their in conduct of official business of 
the United States Government. This communication may contain information that is exempt from disclosure under 
the Freedom of Information Act, 5 U.S.C. 552 and the Privacy Act, 5 U.S.C. 552a. Addressees/recipients are not to 
disseminate this communication to individuals other than those who have an official need to know the information 
in the course of their official government duties. If you received this communication in error, any disclosure, coping, 
distribution, or the taking of any action on this information is prohibited. If you received this confidential electronic 
mailing in error, please notify the sender by a “reply to the sender only: message, delete the email immediately and 
destroy all electronic and hard copies of the communication, including attachments. 


• FOR ALL OTHER EMAILS: 

- ATTENTION: The email message, including any attachments, is for the sole use of the intended recipient(s) and 
may contain confidential and privileged information. Any unauthorized review, use, disclosure, or distribution is 
prohibited. If you are not the intended recipient, please contact the sender by reply email and destroy all copies of 
the original message. 



Subject: Site Survey with LOGCAP (UNCLASSIFIED) 


CLASSIFICATION: UNCLASSIFIED 
Team, 


11/30/2018 


023303 









Pis plan on attending with me. This will be precursor to the meeting on Friday. I'll send a separate invite for that 
one. 

Thx. 



Director of Public Works 

Directorate of Public Works 
Building 777, Room 100 
777 Pleasonton Rd. 

USAG Ft. Bliss, TX 79916 
Desk 
DSN 
Cell: 

"We are the Army's home. Learn more at www.imcom.army.mil" 



• IF THIS EMAIL CONTAINS INFORMATION SUBJECT TO THE PRIVACY ACT, FREEDOM OF 
INFORMATION ACT, OR CONTAINING PII: 

- ATTENTION: The information contained in this communication and any accompanying attachments is intended 
for the sole use of the names addresses/recipients to whom it is addressed in their in conduct of official business of 
the United States Government. This communication may contain information that is exempt from disclosure under 
the Freedom of Information Act, 5 U.S.C. 552 and the Privacy Act, 5 U.S.C. 552a. Addressees/recipients are not to 
disseminate this communication to individuals other than those who have an official need to know the information 
in the course of their official government duties. If you received this communication in error, any disclosure, 
coping, distribution, or the taking of any action on this information is prohibited. If you received this confidential 
electronic mailing in error, please notify the sender by a “reply to the sender only: message, delete the email 
immediately and destroy all electronic and hard copies of the communication, including attachments. 


• FOR ALL OTHER EMAILS: 

- ATTENTION: The email message, including any attachments, is for the sole use of the intended recipient(s) and 
may contain confidential and privileged information. Any unauthorized review, use, disclosure, or distribution is 
prohibited. If you are not the intended recipient, please contact the sender by reply email and destroy all copies of 
the original message. 


CLASSIFICATION: UNCLASSIFIED 

CLASSIFICATION: UNCLASSIFIED 


11/30/2018 


023304 



